37.    Lund  couldn't   hear  Rosaon  talking  to Johnson but Lund   said  he'd
take   a  safety  letter   if  one was   issued   to  every welder  and   foreman who   took
the   truck  as   well   as   those  who   assembled   it  without   the  alarm  (Tr.
414-415).

38.     Rosson  didn't   talk  to Lund  personally (Tr.   158).

39.    Johnson  didn't   recall   talking  to Rosson over  the  phone  about
whether Lund   should  get   a  safety   letter   (Tr.   786-787).

Lund  claims  Rosson   threatened   the   issuance of  a  safety warning  letter
while  he  (Rosson)   talked   to  Johnson.     Lund  didn't  hear  the  conversation nor
did  he   talk  to Rosson.     Johnson  doesn't   recall   the  conversation.     I
conclude   there   is   no  basis   in   fact   for  the   allegation  since  there   is  no
showing how  such   a   threat   was   ever  conveyed   to Lund.     The proof of  this
allegation, fails.

RUPTURED   FUEL   TANK ON WELDING MACHINE^/
Witness:   Lund

40.     Right   after   lunch,   (on  an  unstated  date),   Lund   found   a split
seam on his  gas   tank.     The   seam crack had  a hole  in  it   (Tr.   158-163,  424).

41.     Raw gasoline  was   running   into   the   armature   (Tr,   161).

42.     When he   found   this   situation Lund  rolled  up his  gear  and  pulled
away (Tr.   161).

43.     Within  5   to   15 minutes   foreman Bissell   appeared.     He  refused
Lund's   request   for   the  water   truck  to  wash  down  the  gasoline   (Tr,   162).

44.     Bissell   told Lund   to   return  the   truck and  get   another.     Lund  was
concerned   about   the   20 gallons   of gasoline  in  the welder  and  26 gallons  of
gas   in  the   tank of   the   truck (Tr.   162).

45.    Lund  didn't  see  anyone  puncture  the  tank (Tr.  424).

46.     Bissell   said  he'd   assume   responsibility  for   fire,  which  did not
occur   (Tr.   162,  430).

Lund   alleges   that   someone   punctured  the  tank (Tr.  424),     At  the  time
of   this   incident,   Lund   thought  he was   "being hunted",  but he  didn't  write
on his  equipment  defect   report   that   someone had punctured  the  tank because
he wanted  to  "catch   them"   (Tr.     426,  428).     There  is  no  evidence  to  support
Lund's  view  that   some  person  or  some  person on behalf of Anamax was
"hunting him."

J3/ Paragraph 5 of amended complaint.
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